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SUBJECT: CATALOG EXHIBIT: SCIENTIFIC, INDUSTRIAL AND MEDICAL 
INSTRUMENTS 

REF: NEW DELHI 16493; BOMBAY 3057 

1. INTERNATIONAL ELECTRIC AND ELECTRONICS ENGINEERS INC. 

(IEEE) IS HOLDING A THREE-DAY SEMINAR IN BOMBAY COMMENCING 
FEBRUARY 17. P.A. BHATT, PRESIDENT. ALL INDIA INSTRUMENT 
MANUFACTURERS AND DEALERS ASSOCIATION WHO IS SUPPORTING 
AMCONSUL BOMBAY IN ORGANIZING A ONE-DAY SEMINAR IN 
CONNECTION WITH THE CATALOG SHOW BELIEVES THAT IEEE'S. 

SEMINAR WILL AFFECT ATTENDANCE AT OUR EVENT. THEREFORE, 

BHATT SUGGESTS THAT WE ADVANCE OUR SEMINAR BY ONE DAY 
AND HOLD IT ON FEBRUARY 16. 

2. WE CONCUR WITH HIS SUGGESTION PROVIDED INDUSTRY EXPERT 
PETER BRENNAN WOULD BE AVAILABLE FOR THAT DAY. IF POSSIBLE, 
PLEASE ADVISE BOMBAY OF HIS AVAILABILITY BY DECEMBER 19 AS BHATT 
LEAVES DECEMBER 20 FOR EXTENDED OVERSEAS TRIP. 
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